From: "Larry Jensen" <LJ@commadv.com> 

To: btaylor@memphistomorrow.org 

"Carol Ross-Spang" <Carol.Ross-Spang@mlh.org> 

"Paula S. Jacobson \(paula.jacobson@mlh.org\)" <paula.jacobson@mlh.org> 
CC: "Gary Shorb" <gary.shorb@mlh.org> 

"William Gibbons \(wgibbons\)" <wgibbons@memphis.edu> 

badams@bakerdonelson.com 

10/18/2016 11:41:06 AM 

RE: Time Sensitive Opportunity - MPD Blue Path Program Announcement 


Blair, 

I have included Paula Jacobson in this email with your request below. 

Larry Jensen 

President | CEO 

Direct: +1 901 273 2344 
Mobile: +1 901 336 0797 
Office: +1 901 366 6070 
ljensen@commadv.com 

,||||. CUSHMAN & COMMERCIAL 

llllllll WAKEFIELD ADVISORS 

5101 Wheelis Drive, Suite 300 
Memphis, TN 38117 
www.commadv.com 

Linkedln | Facebook | Twitter | YouTube 


From: Blair Taylor [mailto:btaylor@memphistomorrow.org] 

Sent: Tuesday, October 18, 2016 10:21 AM 
To: Carol Ross-Spang; Larry Jensen 

Cc: Gary Shorb; Bill Gibbons - MSCC (wgibbons@memphis.edu); badams@bakerdonelson.com 
Subject: FW: Time Sensitive Opportunity - MPD Blue Path Program Announcement 

Carol and Larry [Per your mention of congregational health network this morning, can you please get this info attached 
/below distributed to them as soon as possible (note it is time sensitive)? 

Thank you and thanks for your time this morning to help move the work of Operation: Safe Community forward. This 
M PD staffing/pipeline building piece is key! 

Thank you! 

Blair 

Blair Taylor 
President 

MemphisTomorrow 
22 North Front Street, Suite 670 
Memphis,TN 38103 
Office: 901.322.8080 

btaylor@memphistomorrow.org 




From: Blair Taylor 

Sent: Tuesday, October 18, 2016 9:40 AM 

To: 'network@BluePathM emphis.com 1 <network@BluePathM emphis.com> 

Subject: Time Sensitive Opportunity - M PD Blue Path Program Announcement 

Friends and Colleagues- 

Ixn excited to share information about an exciting new career pathway opportunity for high school seniors on track to 
graduate byjune 2017 'Tjsee web site for M PD)§ Blue Path Program. Note that it)§ a time sensitive opportunity as 
interested high school seniors must attend one of the information sessions this month and apply for TN Promise by Nov 

1 . 

Not only is this a great opportunity for our young people, but itx> a great example of strategic partnership ’’Tpty of 
M emphis, Southwest TN Community College and TN Promise "Sjto build a high quality workforce pipeline for our police 
department. See attached press release! 

Please communicate this opportunity to your networks as soon as possible to help ensure the maximum possible number 
of high school seniors will consider applying! 

Blair 


Blair Taylor 
President 

MemphisTomorrow 
22 North Front Street, Suite 670 
M emphis, TN 38103 
Office: 901.322.8080 

btaylor@memphistomorrow.org 
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